Tracers of hydrothermal input
Manganese            0.1-4nM

Helium-3

>7.7 x 10~14 cc STP/g

Tracers of interactions with particles

Thorium-234         200-2400 dpm/1000 kg

Thorium-230         0.05-2 dpm/1000 kg

Lead-210

0.5-25 dpm/lOOL

1%

100 dpm

0.05 dpm

3-5%

1/h

1/h
1/d

GFAAS; stripping voltarnmetry;

chemiluminescence; kinetic

colorimetry
Mass spectrometry

a spectrometry, or  p\ gamma
counting, mass spectrometry

a spectrometry, or (3, gamma
counting, mass spectrometry

a spectrometry, or (3, gamma
counting, mass spectrometry

fllsotope values given in delta values, not concentrations.

^Measurement frequencies are not necessarily met by these technologies.  These are presently used technologies.

ckg = kilogram of seawater, L = liter of seawater.
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